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DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT

9106240088 Documents 901108 telcon between G Arlotto ,T Martin & MR Knapp re con-
sideration of removal of C-E from watch list.

KNAPP.M.R. Region 1 (Post 820201). 90/11/19. BERNERO.R.M., ARLOTTO.G.A.
Office of Nuclear Material Safety & Safeguards. MARTIN,!.T. Region 1 (Post 820201).
5pp. 58206:323-58206:327.

9106040377 Informs that RS Siudek appointed Vice President.Nuclear Fuel.
CONANT.J.F. Combustion Engineering, Inc. 91/05/31. KASUN.D.J. Domestic SG &
Regional Oversight Branch (Post 881218). 1p. 57999:223-57999:223.

9106040382 Informs that RS Siudek appointed Vice President.Nuclear Fuel.
CONANT.J.F. Combustion Engineering, Inc. 91/05/31. HAUGHNEY.C.J. Fuel Cycle
Safety Branch. 1p. 57940:321-57940:321.

9106110366 Forwards Insp Rept 70-1100/91-01 on 910415-19.No violations noted.
JOYNER.J.H. Region 1 (Post 820201). 91/06/03. VAUGHN.R.E. Combustion Engi-
neering, Inc. 2pp. 58096:151-58096:160.

-9106110371 Insp rept 70-1100/91-01 on 910415-19-No violations noted. Major areas
inspected:review of radiological controls & licensee actions.

AUSTIN.M.A., BORES.R.J. Region 1 (Post 820201). 91/06/03. 8pp. 58096:153-
58096:160.

9106140209 PNO-l-91-043:on 910611,small leak in 6,000 gallon anhydrous ammonia
tank.located in fuel fabrication facility.npted. Ammonia in tank will be transferred to
tanker truck to facilitate repair of gauge fitting.Fire personnel onsite.
ROTH.J., BORES.R. Region 1 (Post 820201). 91/06/11. 2pp. 58126:328-58126:329.

9106180218 Forwards updated signature authority designation list, reflecting change in
vendor organization re nuclear fuel mfg activities.

SCHERER.A.E. ASEA Brown Boveri, Inc. 91/06/11. BERNERO.R.M. Office of Nuclear
Material Safety & Safeguards. 8pp. 58174:099-58174:106.

9106180215 Application for amend to License SNM-1067,reducing allowed limit of U-
235 in criticality control areas to 700 g each & permitting inclusion of Bldg 5 in list of
areas exempt from requirements of 10CFR70.24 re criticality detection.
CONANT.J.F. ASEA Brown Boveri, Inc. 91/06/12. HAUGHNEY.C.J. Fuel Cycle Safety
Branch. 14pp. 58174:082-58174:095.

DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NO

9106110217 Advises that on 910412,incorrect discharge of tanker truckload of nitric
acid into storage vessel containing hydrochloric acid occurred.No damage incurred to
facilities or processes which involve licensed matls.

WINSLOWJ.P. General Electric Co. 91/04/15. MCALPINE.E.J. Region 2 (Post
820201). 1p. 58098:050-58098:050.

9106060207 Responds to NRC 910508 request for supplemental info re violations noted
in Insp Rept 70-1113/91-01 on implementing details of urinalysis program.
WINSLOWJ.P. General Electric Co. 91/05/21. COLLINS.D. Region 2 (Post 820201).
2pp. 58040:353-58040:354.

9106060124 PNO-ll-91-029:on 910529,higher than expected amounts of U noted in
process tank of waste treatment sys & standby mode entered & alert declared.Site
team dispatched to site. Vendor estimates that 26 kg U extracted.
STOHR.P. Region 2 (Post 820201). 91/05/30. 1p. 58000:331-58000:331.

9106060233 PNO-ll-91-029A,updating licensee actions to resolve problems of higher
than expected amounts of U in process tank of waste treatment sys.Vendor estimates
that approx 100 kg U remain in tank.
STOHR.J.P. Region 2 (Post 820201). 91/05/31. 1p. 58002:360-58002:360.

9106110069 PNO-ll-91-029B:on 910601 .licensee deescalated from alert emergency
classification after reducing quantity of U in V-104 tank by centrifuging solids from
tank & transferring 7,940 gallons to nearby tanks.
STOHR.P. Region 2 (Post 820201). 91/06/01. 1p. 57997:062-57997:062.

9106210181 Forwards changes to FNMCP.per 10CFR70.32(c).Encl withheld (ref
10CFR2.790).

WINSLOWJ.P. General Electric Co. 91/06/10. SHERRJ.S. Domestic SG & Regional
Oversight Branch (Post 881218). 1p. 58178:158-58178:158.

9106170078 PNO-lll-91-001A:on 910528,waste stream dumped into waste tank V-103
contained matl transferred to tank V-104 & found to contain unauthorized amount of
U.Caused by valve positioner/actuator on LCV-300 stuck in closed position.
SCARANO.R.,   CLINE.B.   Region   3   (Post   820201).   91/06/12.   5pp.   58122:262-
58122:266.

9106170093    PNO-lll-91-001B:on    910613,exit    meeting    scheduled    at    site    w/
licensee.Short trip selected team members tentatively planned for late next week to
witness flow control valve disassembly & insp.
* Regions (Post820201). 91/06/13. 1p. 58122:267-58122:267.

9106200214 Forwards handouts provided by GE at IIT closeout meeting on 910614.
FLACK.E. Office of Nuclear Material Safety & Safeguards. 91/06/14. THARPE.G.
Office of Nuclear Material Safety & Safeguards. 30pp. 58200:001-58200:030,

9106240100 Discusses investigation of potential criticality problem at GE fuel plant at
Wilmington.NC.

ROCHE.LA. Office of Nuclear Material Safety & Safeguards. 91/06/17. SCARANO.R.
Region 5 (Post 820201). 4pp. 58206:328-58206:331.

DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC

9106110352 Forwards Insp Rept 70-1151/91-201 on 910429-0503.No violations or devi-
ations noted.Details of rept withheld (ref 10CFR2.790(d)).

SHERRJ.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/05/31.
KOGA,R.H. Westinghouse Electric Corp. 1 p. 58096:214-58096:215.

-9106110359 Partially withheld Insp Rept 70-1151/91-201,per 10CFR2.790. No viola-
tions noted.Major areas inspected:measurement sys, records & repts.MC&A for im-
ports & exports,mgt meetings & entrance & exit interviews.

NELSON.G.B., KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218).
91/05/31. 1 p. 58096:215-58096:215.

9106210058 Ack receipt of 910606 Itr re routine insp of facility matls control & account-
ing safeguards program by GB Nelson on 910429-0503.

SANDERS.C.F. Westinghouse Electric Corp. 91/06/17. SHERRJ.S. Domestic SG &
Regional Oversight Branch (Post 881218). 1p. 58210:017-58210:017.

DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA

9106200200 Requests that one year extension after publication of reg guides be grant-
ed to satisfy branch technical positions.

LESTER,K.S. B&W Fuel Co. 91/06/18. HAUGHNEY.C. Fuel Cycle Safety Branch. 1p.
58200:043-58200:043.

DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA

9106030223 Notification of 910506 & 07 meeting w/General Electric Morris Operation in
Morris,IL to discuss leaking cladding vault.

SCHNEIDER.J.F. Fuel Cycle Safety Branch. 91/05/28. HAUGHNEY.CJ. Fuel Cycle
Safety Branch. 2pp. 57915:321 -57915:322.

9106180087 Forwards insp rept 72-001/91-01 on 910506-07.No violations noted.
GROBE.J.A. Region 3 (Post 820201). 91/06/11. SHERK.J.Z. General Electric Co
2pp. 58120:249-58120:256.

--9106180094 Safety insp rept 72-001/91-01 on 910506-07.No violations noted.Major
areas inspected:circumstances surrounding leak in vault & licensee procedures &
course of action taken to stop leak.

FRANCE.G.M., SRENIAWSKI.D.J., GROBE.J.A. Region 3 (Post 820201). 91/06/11
6pp. 58120:251-58120:256.

DOCKET 70-3026 VIRGINIA MILITARY INSTITUTE, LEXINGTON, VA

9106060157 Ack receipt of 910429 response to violations noted in Insp Rept 70-3026/
91-01.Agrees w/proposaf to amend procedures. Formal request for amend to License
SNM-1958 should be submitted separately.

CLINE.W.E. Region 2 (Post 820201). 91/05/22. PETERS.P.B. Virginia Military Insti-
tute. Lexington, VA. 1p. 58003:028-58003:028.

DOCKET 70-3051 TRANSNUCLEAR, INC., AIKEN, SC

9106100020 Ack receipt of 910422 request for termination of License SNM-1976.Re-
quests that encl Form NRC 314,re certification of info on disposition of matls.be exe-
cuted & returned.W/o encl.

HAUGHNEY.CJ. Fuel Cycle Safety Branch. 91/06/05. MANGUSI.J. Transnuclear, Inc.
1 p. 58092:052-58092:052.

9106200156 Forwards completed & signed NRC Form 314 which should permit NRC to
terminate license SNM-1976.

MANGUSI.J. Transnuclear, Inc. 91/06/10. HAUGHNEY.C.J. Fuel Cycle Safety Branch.
1 p. 58200:061-58200:063.

-9106200211 Certificate of disposition of matls:no matls procured by licensee under li-
cense SNM-1976.Request that license be terminated.
MANGUSI.J. Transnuclear, Inc. 91/06/10. 2pp. 58200:062-58200:063.

DOCKET 70-3070 LOUISIANA ENERGY SERVICES, WASHINGTON, DC

9106110249 Notice of availability of environ rept.notice of consideration of issuance of
license & notice of hearing & NRC order.On 910131 .application,SAR & environ rept
received from Louisiana Energy Svcs to construct plant in Louisiana.
CHILK.S.J. Office of the Secretary of the Commission. 91/05/15. 18pp. 58098:203-
58098:220.

9106140020 Establishment of ASLB.* Board being established to preside over proceed-
ing re Louisiana Energy Svcs & comprises of MB Margulies.RF Cole & FJ
Shon.Served on 910523.W/ Certificate of Svc.

COTTER.B.P. Atomic Safety and Licensing Board Panel. #291 11792. 91/05/23. 4pp.
58119:005-58119:008.

9106040307 Notification of 910604  briefing to NRC by Louisana Energy Svcs in
Rockville.MD re instrumentation & controls used in Claiborne Enrichment Ctr.
LOYSEN.P. Fuel Cycle Safety Branch. 91/05/29. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 1p. 57999:211-57999:211.

9106170111 Opposes arrangements made for EIS scoping meeting in Haynesville.LA on
subject of proposed U enrichment facility in Homer,LA.Note encl explaining location
for meeting not settled.Homer,LA still considered for location for meeting.
GRAFTON.R. Citizens Against Nuclear Trash. 91/06/04. LOYSEN.P. NRC - No De-
tailed Affiliation Given. 2pp. 58161:333-58161:335,

9106250077 Answer of applicant to notice of hearing." Louisiana Energy Svcs will
appear & present evidence.W/Certificate of Svc.

MCGARRYJ.M. Louisiana Energy Services. #291 11836. 91/06/07. Commissioners
(Post 750119). 8pp. 58196:258-58196:265.

9106170099 Notification of LES coordination meeting on 910618 in Room 10 B11.
LOYSEN.P. NRC - No Detailed Affiliation Given. 91/06/11. BRADY.R., COMBSJ.,
DATTA.A. NRC - No Detailed Affiliation Given. 1p. 58161:328-58161:328.

9106200057 Summary of 910604 meeting w/util & SAI for briefing by util on process
instrumentation & controls to be used in Clairborne Enrichment Ctr.List of attendees
encl.

LOYSEN.P. Fuel Cycle Safety Branch. 91/06/17. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 3pp. 58200:053-58200:055.

9106250173 Solicits NRC help in ensuring that coping meeting re proposed U enrich-
ment plant to be built in Homer.LA will be held in affected community.
GILMORE.M. Affiliation Not Assigned. 91/06/17. LOYSEN.P. NRC - No Detailed Affili-
ation Given, 1 p. 58211:001 -58211:001.ailed Affiliation Given. 34pp. 58111:011-58111:044.
